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I, ‘he point jissdg by she Acting Chief, DP3>, in h ia 

dated 10 March 15 ) 6 1 , to the effect that there did not 
appear to be sufficient Justification for allowing CaMunicationa 
personnel to be exempted from the requirement that when tt£\S£k 
alter duty hours that they alga in on the log maintained 

jy the Guard, Is veil made., 

2 * x , hftve ^>S:ed into this matter further and have been 

iBforsaea oy 


of Bmrnwit^f] 


, Physical Security Division, Office 

scat sms exception to the standard Security 
re^ireseai that all parsasml working ia Agency bui Mings 
ousside of the normal work week sign in on such a log vaTvalved 
for Comso personnel as a result of one particular aquation. 

Staffer i?lf lved # a in the Agency wherein a large 

omri of communicators found it necessary to aijm out at a aar- 
uiaalar hour during the night. This resulted in a line of 
several individuals waiting their turn to sign in the (hard 
roster* A aeador official of the Agency (not Comm) was Incon- 

«it on thi. loni line. To4^SinT™ 3 
registered and, subsequently. Combo tieraonnel in thi* *«+.»**«. « 
received dispensation from the sign-in requirement, Y 


■ 1 ”* *” indication of the fact that they were 

^-'.traptea xrea cols requirement. 

"-in 5* . apparent that no such situation exists in the 
security urJtice!^ *** S±m ' ta is « «»t desirable 

x '“ x 1 of the above , this office concurs in the posi- 
tion set forth by the Acting Chief, 23PD, and the Acting Chief! 
tswrteatlou Staff, DPS, will be informed that unless a «*- 
^-active reason is presented, to justify a waiver to the aigs-in 
requircssent for DFD Com personnel, they will have to abiS by 
«,fie standard requirement In this regard. y 
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ucxer, security Branch 
DPD-ECD/P 


roved For ReJb§s& 2002/08/1 4 : CIA-RDP81B00961R0001 000201 42-7 


25X1 A 


25X1 A 



